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CONFIDENTIAL 


15 January 1974 


MEMORANDUM FOR: Compartmented Control Officers 


SUBJECT : Sanitized Version of DCID No. 1/16 


1, On 27 December 1973, the United States Intelligence 
Board approved for distribution to all members the attached 
Sanitized Version of DCID No. 1/16. 


2. The document is classified CONFIDENTIAL. Itis 
not subject to compartmented controls but should be distributed 
by USIB members through compartmented control officers on a 
selective, need-to-know basis, only to those USIB contractor 
installations and non-USIB Government Agencies involved in the 
computer processing of compartmented material, 


25X1 


Chief, Special Security Center 


Attachment 25X14 


Regraded Unclassified when separated 
from Classified Attachment(s) 
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